


KICK-OFF ! 


Life is a kick for some, a ser- 
ious career for others, and a 
bewildering chore for more 
people than would care to ad- 
mit it. Firm believers that life 
should be a kick, with each mo- 
ment devoted to wringing the 
last drop of enjoyment out 
y — and every in- 
» for that matter! — the 
editors of KICK present this 
magazine for your entertain- 
ment. 

Everybody, in his own fash- 
ion, is a little bit crazy — a fact 
which, in the compilation of 
this first issue, has not been 
ignored. One of the finest kicks 
in the world is being crazy 
about beautiful girls, and know- 
ing what to do about it. You 
may note, on leafing through 
these pages, that there is a good- 
ly representation of girls clad 
in fetching frills, sheer hoss 
O E | 
all of which serve to underscore,, 
our happy conviction that the 
female form divine is more ap- 
pealing to the man with imagi- 
nation when it doesn't resemble 
a marble statue in an art mu- 
seum. 


Good luck, gallant sir! May 
you rescue many a maiden as 
you gallop off in search of 
kicks! 


—THE EDITORS 


> 





EDITOR — Glenn Hudson 
PHOTO EDITOR — Tom Willis — ART DIRECTOR — S. Morgan 





in this issue 


BE ee E 2 
DEMAND PERFORMANCE — fiction by Charles Owens............ 4 
STRICTLY FOR KICKS: DEL KAYE — pictorial.................... 6 
DARING DERRIERE — article by Edgar West........... cepa PE 
THE LIPSTICK-KICK — pictorial ....................:02....... 14 
HOW TO KEEP HER IN LINE — article by Glenn Hudson......... . 18 
JEZEBEL. — nlGtorlal...—. 2: 2.02... 2.04. Deo nern 
THE WAKE OF DEATH — fiction by Michael Knerr..............:- 2 
KICKS FOR TWO — pictorial j A a 


THE "WHY" BEHIND BLACK SILK STOCKINGS 





article by Richard Pratt.... 28 
MAN "WANTED = pictorial. e: a o eoe x 30 
BEAUTIFUL... AND DEADLY — pictorial....................... 36 
TERRY HIGGINS — full-color centerspread.................... 40 
ALL ABOUT GIRLS — pictorial......:...........00ooo.o....... 4 
LONELY, LOVELY LINDA DEAN — pictorial...................... 4 
KICKS FOR THE MAN WHO REALLY CARES — pictorial............ 50 
KICK'S TIPS ON HORTICULTURE — pictorial 82 
PRETTY IS. ... AS PRETTY DOES — pictorial.................... 57 
HONEY BEE — pictorial........ arb nd A . 83 
THE LADY'S WAITIN' — pictorial. MEE EINE ia ied D. 
CINDY McCALL — pictorial............ vins TL Nd SE d oU 








KICK is, published four times a year by Marst Publishing Company, with editorial offices at 
1/5 CHANDLER BLVD. North Hollywood, Calif. All rights reserved; Copyright Marst Pub- 
lishing Co., 1961. Manuscripts and illustrations must be accompanied by a self-addressed stamped 
envelope; the publisher cannot assume ‘responsibility for their safe return. Any similarity be- 
tween persons living or dead and the characters named in the fiction or semi-fiction in this mag- 
azine is entirely coincidental. All photos posed by professional models. 








| 
| 





M 


It all depended upon his willingness 
“to res girl who didw’t seem to 


T HAD BEEN a good week 
I at the Bingo Club — 

we'd have stayed a sec- 
ond week if we could have 
postponed the booking at Gus 
Stewards, towards which we 
were now driving up the old 
Coast Highway at three 
o'clock that Saturday morn- 


be rescued! 


ing. I figured to make it in 
about eight hours, with Na- 


n was new 
and the was almost 
empty a 3 led north 
We w ide aw from 

coffee fifteen minutes be- 
fore, but silent as a result of 


the argument we had 
with it. 
It had been brief and 
pleasant — I ha 
that we stop 
energy to 
> had in- 
formed me coldly that she 





DEMAND PERFORMANCE 


"You haven't been in the mood 
for some time,” 1 observed. "What's 
wrong? Is it something I've done?” 

“Let's not talk about it. 

“You're very beautiful . . 

“Go to hell, e had said, drain- 
ing her coffee cup. 

"There had been no more words be- 
tween us sinc Nadine knew I 
needed her in the act — that I 
couldn't find and break in a new 
girl overnight. Something was bug; 
ging her, and 1 didn't have the fog- 


giest idea what it was. 
SAW THE ACCIDENT as we 


W rounded a sharp curve. Half 


in the ditch, a fairly new sedan was 
slanted across one lane. There was 
a man-shaped blob on the pavement 
alongside it. A second man stood on 
the highway waving his arms fran- 
tically. 

I skidded to a stop. 

“You stay in the car,” I cautioned 
Nadine. “I'll see what this is.) I got 
quickly out of the station wagon and 
approached the man lying on the 
ground. He was fat soft, flabby 
fat; and seemingly unconscious. The 
other man ran up beside me. 
an you get us to a hospita 
he rasped. 

*How badly hurt is he?" I asked. 

*| don't know. He's out cold. Any: 
body with you that could help us 
move him? 

“Just my— wife,” 1 simplified. 
“We ought to have something we 
could make a stretcher out of.” I 
turned to go back to the car. 

The fat man sat up. “Don't bothe: 
he said. He was pointing a gun at 
me, 

At the same time | heard a short 

scream from the wagon. 
That's Joe, telling your wife not 
to get excited," explained the thin- 
ner of the two. "Keep cool and you 
won't get hurt," he added, seeing me 
tense at Nadine's scream. 

They herded me back to the sta- 
tion wagon, where Joe was holding 
Nadine at gunpoint. “Well!” said the 
first man, seeing the girl's stunning 
beauty for the first time. 

I was well aware of Nadine’s phy- 
sical attractions — what interested 
me at the moment was the man 
named Joe, who bore a strong re- 
semblance to a large orangutan with 
overtones of Humphrey Bogart thrown 
in for good measure. His ugline: 
was not just an accident of nature — 
what was behind those small, piggish 
eyes was just as ugly as his face. 
“Hey, she's a doll!" breathed the 

























































































heavyset oni 

"One thing at a time, 
Joe. “The first thing we do 
of here. Slim, you get the other car 
off the road — we'll wait for you." 

"What's the idea?" I managed to 
protest. It earned me a painful swipe 
across the side of my head from Joe’s 
revolver. 

“You shut up,” he spat. “Gimme 
the car keys.” 

"They're in the ignition,” I told 
him. 


warned 
get out 























ley!" the recent ‘victim’ called 
out. "They've got a coffin back here!” 

It was a steel casket, padlocked 
shut, chained securely and then en- 
cased in a protective canvas covering, 
which in turn was laced like a foot- 
ball casing. Our suite were 
wedged in around it, filling the back 
of the station wagon. Needless to say, 








the casket was one of my prize pos- 
sessions. 

Joe turned, but the gun remained 
steady. "What's in that thing?" he 
demanded. 

“It's not Girl Scout cookies," I said. 
*My uncle Ezra is in that casket — 
we're taking him home to be buried, 
God rest him." 

Nadine looked at me as if I'd gone 
off my nut; the three thugs bowed 
their heads for a split-second of re- 
spect. “God rest him,” Slim repeated 
quietly. 

“Move that goddam car!” Joe 
barked, and Slim took off, leaving 
Joe and Fatso covering Nadine and 
myself. Never having been a hero, 
I decided to keep it that way until 
they put down their guns, anyway. 
If we were lucky, they'd knock us 
unconscious and take the car. There 
were a number of other possibilities, 
too. I could see that Nadine was just 
as scared as I was. 

A moment or so later the five of 
us were in the wagon, Nadine and | 
in the front seat, with her in the mid- 
dle and Slim behind the wheel. Joe 
and Fatso sat directly behind us, on 
either side of “uncle Ezra,” and 
pressed the cold muzzles of their guns 
against our necks. 

“Take the next side-road goin’ up 
Joe instructed, and Slim put the 
wagon in gear. It was semi-moun- 
tainous country — “going up,” I 
knew, could take us into the sort of 
no-man’s land where we might not 
be found for days. About three miles 
from the “accident,” Slim found a 
road that looked promising. I crossed 
my fingers and hoped that Uncle 

ra was packed securely and would 
neither clank nor burble on the up- 
grade. 


Noe SAT STIFFLY at my side, 
a grim expression on her face, 
while Slim used his free hand to ex- 
plore her knee and thigh. If it hadn't 
been for the revolvers waiting to blow 
our brains out... 

“Pull off on that dirt road,” Joe 
d suddenly. *And kill the lights." 
There was a good moon — enough 
for Slim to drive by, anyway, at ten 
miles an hour. About five minutes 
later Joe was satisfied that we'd 
reached a sufficiently secluded loca- 
tion, and ordered us out. When we 
had walked about ten feet from the 
vehicle, he told us to turn around. 

I could see a coil of rope in his 
hand — I'd had it on the floor of the 
wagon. I tried not to grin. 

Slim came up with a knife, about 
then, and cut off a three-foot length 
of the rope. “Okay, buster,” Joe 


(Continued on page 74) 












































What we have to say about 
curvaceous Del Kaye 

can be summed up 

in one three- 

letter word: 

WOW ! Like, 


man, just 


looking at her 


is a kick. 











Unlike most models, Del 
claims she doesn’t like to 
sleep in the nude. She’d 
rather gird her magnifi- 
cent loins in silks and sat- 


ins and luxuriate in the 


civilized feel of fine laces. 











With a touch of the 


She confesses that her real kicks come from being with people who 
Amazon eher e act like she en pu sves a girl a certain sense of security slie says. 
Apparently, with girls like lovely Del Kaye, he who hesitates is lost. 
up, Del exudes an 

















aura of competence 1 
wherever she goes. 
When on her way to a 
modeling assignment, 
for instance, hatbox 
in hand, she has been 
known to create minor & Ä 
traffic jams as she 
crosses busy streets 
and temporarily halts 
the flow of commerce. 
But inside she’s not 


that sort of girl at all. 
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Article by Edgar West 





DUE TO TODAY'S emphasis on mammary mag- 
nificence, many other delightful parts of the 
female anatomy go almost unnoticed as areas 
to lure the male eye and limber the libido. If 
you're not nuts about what's up front, you al- 
most run the risk of being classified as un- 
American. 

But the fact that remains is that if you're 
out for a stroll and decide to observe a fair 
filly over a period of several blocks, it looks 
damn suspicious if you achieve a position from 
which you can observe her frontal fixtures dur- 
ing the trip. However, the simple expedient of 
following her, a discreet distance behind, will 
giv you a fairly steady and unobstructed view 
of her rear. 

Now, a woman, from the rear, is more 
than just a pair of gluteus maximae, of course 
— but you must admit that her fanny is her 
most obvious feature from that direction. Due 
respect may be paid to other parts, such as her 
feet, her ankles, her calves and the backs of 
her knees, as well as her back, shoulders, nape 
of the neck and hairdo — but our attention still 
centers on that part of the anatomy to which 





DARING 
DERRIERE 


a girl named Vikki Dougan lent her name a 
few years ago when she appeared on the 
scene featuring reverse cleavage! 

In short, if you're going to view a girl from 
the back, you just can't help looking at her. 
tail assembly. And with a little practice, you'll 
get so you can identify the various types of 
doll from that feature alone. You might get as 
good at it as a certain small-town proctologist 
who would drape his patients (some of the 
town's leading women) with a sheet which 
had a hole cut in the center of it, through which 
only that part under examination would pro- 
trude. Then he'd call his assistant in from the 
next room and say: "Well, Charlie, who do 
you think this is?” 

Let's assume, however, that you don't want 
to become quite that specific. What, then, does 
one look for when viewing a pretty posterior? 

First of all, size and conformation are im- 
portant — nobody in his right mind wants an 
overly fat fanny as the object of his adoration. 
Nor does one particularly desire one in which 
the bones are showing. A good look at the 
cutie on these pages should suffice to give one 
a good grounding in what a derriere should 
look like. 








Secretaries, receptionists and switchboard 
operators tend to become a bit heftier in this 
department than their more mobile sisters, the 
file clerks, messenger girls and waitresses. 

Not only can a woman's general occupa- 
tion, but her approximate age and, to a cer- 
tain degree, her experience, be told from a 
casual observation of her fanny in motion. It 
is far more beneficial, and a lot more fun, to 
let the student derive his own rules for rump- 
reading, so we won't bother with a detailed 
analysis here. 

Many girls, of course, are almost totally 
vnaware that they have bottoms — or if they 
realize it, they are frantic in their efforts to 
makg it look as if they hadn't. To a girl, of 
course, her fanny is not a very important part, 
except when it has to be held in with panty 
girdles, etc. 

But her breasts — aha! — that's an alto- 
gether different story. Girls seem as astounded 
as boys that girls should have breasts. It is 
only as a girl becomes more mature that she 
begins to think of herself as a whole, and 
pays attention to every part of her which can 
be made to appear more attractive and more 
enticing. 

Part of her early excitement over her mam- 
mary development is due, no doubt, to the 
fact that acquiring shapely breasts is a vis- 
ible advertisement of her transition from 
“little girl” to "young woman" — coupled 
with the thought that she's had her fanny for 
years without it causing anyone's bloodpres- 
sure to climb, contrasted with the ego-flatter- 
ing phenomenon when the first pubertal out- 
pokings of her pectoral protuberances caused 
a whole segment of the population to sit up 
and smile with anticipation. She should most 
certainly be forgiven if she's forgotten her 
fanny in view of what's been happening up 
front! 

Still, lest she forget it permanently, it be- 
hooves men who have successfully conquered 
their back-to-the-bosom impulses to point out 
that while there may be a definite advantage 
to having C-cups that runneth over, there are 
other parts of her body which have powers of 
excitation, too. In short, that lovely stern of 
hers is more than just something to be 
spanked! 

Once she's aware that it's there, you can 
rest assured that she'll make the most of it. 
If she doesn't — well, you weren't looking for 
that sort of girl in the first place! 


— the end — 





ck Kick 


Khe Lipsti 





Somebody once said, "There is nothing 
new under the sun" —and scores of 
ambitious artists have tried to disprove 
his words. One of the latest attempts 
is shown here. The medium: lipstick 
on girl. The style: im-flesh-ionistic. 







It takes tall talking to get a gal 
to hold still for this sort of 
“living” art work—for one reason, 
girls are ticklish, and having to be 
undressed for so long while the 
artist breathes down her neck is 
apt to give a girl a chill... 









n TO KEEP HER 


By Glenn Hudson 





HERE'S A GREAT similarity 

between beautiful women 

and exhibition dogs—pure- 
breds, that is. Curiously, for best 
results and exemplary perform- 
ance, they should be treated in a 
similar fashion. In his book, Mem- 
oirs of a Professional Cad, screen 
star George Sanders states that 
"women should be treated like 
dogs" on the grounds that most 
men give more care and considera- 
tion to their dogs than they do to 
their wives. 

He has a point. And perhaps 
the reason why can be traced to 
the women themselves, and their 
fight for equality some years ago. 
Dogs have never tried to be equal, 
but have been content to curl up 
at their masters’ feet and be 
scratched behind the ears. 





Now, there is a perverse fiction 
sponsored by the women’s mag- 
azines that a gal can be beautiful, 
practical, feminine, efficient, suc- 








cessful in a career, ete. — and hap- 
pily married all at the same time! 
This obviously isn’t so, unless her 
career is that of a courtesan, where 
all of these qualifications are 
keyed to’ the erotic entertainment 
of the male. 

Very few of us are fortunate 
enough to have a bona fide cour- 
tesan occupying our beds, and 
most of us wouldn’t like the idea 
of sharing her, anyway. So we'll 
have to settle for the next best 
thing, which consists of training 
that delightful, headstrong, im- 
practical, over-educated all-Amer- 
ican doll we picked, to be the sort 
of private courtesan and beauti- 
ful show-animal a real man has 
some use for. 

With a purebred dog, one be- 
gins training it when it’s a puppy 
— using a combination of com- 
mands, love, punishment and re- 
ward to set up the sort of condi- 
tioned reflexes — obedience, if you 
will — which is so essential in a 
good dog. 


W^ HOWEVER, are not 
dogs. They're more like 
horses. Wild hor And like a 
yearling which has grown through 
her colthood on the range, the 
average doll must first be broken 
to the saddle before love, punish- 
ment and reward can have any 
effect. 

Obviously, though, you can't go 
out to the junior colleges and fin- 
ishing schools with your lariat 
looped and ready at your side and 
cut the filly of your choice out of 
the herd, although such a proced- 
ure would be helpful. So, instead, 
you arm yourself with flowers, a 
new convertible, the social graces 
and biological skills necessary to 
luring one of the delightful crea- 
tures into your trap. No matter 
how it galls you, you must learn 
to be romantic, and to make as 
many ridiculous promises as a 
successful political candidate. You 
tell the unsuspecting doll that 
she’s beautiful, exciting, charm- 
ing, stimulating, fun, necessary, 
and that it would make your life 
meaningful at last if only she 
would allow you to become her 
slave. 

You can even go so far as to 
insist that you “love” her, what- 
ever that means. 

If you do all this with enough 
of a flourish, with a big enough 
brass band behind your words and 
actions, chances are she'll discover 
in her heart of hearts that she 
“loves” you, too. What's happened 
is that she has become used to all 
of this flattering attention and mis- 
interprets her feeling of euphoria 
as love. 

Once you've set the hook in 
your small-mouthed lass, you’re 
ready to test the tensile strength of 
your line. This is done by creating 
a fight: wherein you start to walk 
out. 

Since somebody once told her 











that the course of true love is never 
smooth, she sees this as proof posi- 
tive that the magic has happened 
to you both — and another part 
of her sees all that praise and at- 
tention coming to an abrupt halt. 
So she patches things up, swear- 
ing — for probably the first time 
— the sort of eternal devotion 
you’ve been waiting to hear. If you 
could only get her words nota- 
rized... 

By this time you should have 
made up your mind whether or not 
you think she's worth retaining — 
and retraining. We'll assume she 
is. The next step is the biggest, 
gaudiest, most public and most 
binding marriage ceremony you 
can manage, at which there are 
sure to be murmurings of “What a 
perfect couple!” and “Isn't she a 
lucky girl?” 


v THE honeymoon, you 
manage at times to look 
thoughtful and once in a while 
even depressed, although you 
bravely have a good time most of 
the time. Let her catch you look- 
ing at her as if you are looking 
through her and past her. Then, 
when she asks what's the matter, 
you drop your voice to a fatalistic 
hush and whisper: 

“I was wrong. I don’t think you 
can do it.” 

“Do what?” she asks in sudden 
alarm. 

“Be the kind of wife I thought 
I was bargaining for," you tell 
her. 

"Honey !" she'll protest. “I love 


you! I’ll be anything you want me 


to be.” 

If you don’t take her up on it 
then and there you’re a damn fool. 

“Did you ever see a calf with 
two heads?” you ask. When she 
shakes her head, you explain, 
“They don’t live very long. And 
the same thing goes for marriages. 
One of us has got to be boss, with- 
out reservation.” 

“But — but I thought marriage 
was supposed to be a partnership.” 

Here you laugh deprecatingly. 
“Partnerships are wonderful,” 


you tell her, “between equals. 
You're a fabulous gal, honey, but 
let’s face it: you’re only a woman. 
You made a promise — to love, 
honor, and obey — and I don’t 
want you to forget it.” 

“Do you think I ever could for- 
get it?" she'll whisper, her eyes 
still shining with the bright spark 
of romance. 

“Like I said, honey, you're only 
a woman. And women, these days, 
tend to forget that their purpose 
in life is to glorify their husbands, 
to cater to their husbands’ wishes, 
to obey their husbands’ com- 
mands...” 

“You’re not going to command 
me" she'll flare. 

“Okay,” you shrug. “Let's call 
it quits right now, before I get 
used to having you around the 
place. How long will it take you 
to pack?” 

There will be a moment of 
stunned silence, and then, most 
probably, a violent explosion. 
She’ll call you every name in the 
book. Your best bet is to pick up 
your paper and pretend not to 
listen. Only if she becomes phy- 
sically abusive should you take 
any dynamic action — and even 
then, it should be at the point 
where your superior masculine 
patience reaches the breaking 
point. At that point, turn her over 
your knee and spank her. 

Never hit her with your fist — 
your fist is reserved for adult 
males. 

Spanking is the proper punish- 
ment for wives and children. 


OR THAT MATTER, never really 
F treat her as an adult. After 
all, you must remember that she 
is only a woman. 

The beauty of this idea of treat- 
ing women as women instead of 
as adult males is that you can 
legitimately be delighted in their 
excellence. Here’s where the show- 
dog concept comes in: when she is 
free to concentrate on being all 
woman, instead of trying to com- 
pete with you in male areas, she 
can guiltlessly spend the time 


necessary to make herself su- 
premely beautiful both in publie 
and in private, and she knows her 
efforts will have the reward of 
your proud approval; she can 
learn to be wonderfully depraved 
in the privacy of your bedcham- 
ber, knowing full well that as 
long as she pleases you, the right- 
ness of the proceedings is strictly 
your responsibility; she can learn 
to excel in her rightful areas of 
cooking and sewing without suf- 
fering the gnawing uncertainties 
which plague more “modern” 


wives who have been taught that © 


their husbands expect them to be 
mistress, housekeeper, mother and 
career-partner and never really 
know which hat they’re supposed 
to be wearing at any given mo- 
ment; and she knows also that 
when she misbehaves or displeases 
you or otherwise fails to live up 
to the simple standards you have 
dictated, even that eventuality has 
been anticipated and will be for- 
given with the indulgence. general- 
ly reserved for children, but not 
before your corrective hand has 
applied the spanking she deserves. 

In short, your demands on her 
may be exacting, but they are 
clear-cut. You don’t expect her to 
understand your business — she’s 
only a woman. You don’t expect 
her to discuss politics or the stock 
market with you — she’s only a 
woman. But you do expect her to 
perfect herself as a woman, and 
you enjoy — and appreciate — her 
efforts in this direction to the hilt. 
You expect her to devote her time 
and energies to your. pleasure and 
your well-being exclusively, and 
you reward her accordingly. 

Your reward for all the time, 
patience and training which you 
invest in her will be the enjoyment 
you find in having a wife who 
truly deserves being treated like 
a dog instead of like a neurotic, 
unsure, insecure and generally 
pretty miserable *modern" wife. 

Shell be the envy of every 
woman she knows. 

— the end — 











One of the most provocative and challenging girls to come 
to our attention in a long time is the one on these two pages 
—who combines sultry femininity with a daring “catch me 
if you can” glint in her eyes. By profession a top strip tease 
artist, Jezebel projects this intriguing duality across the foot- 
lights and into the hearts of her predominately male audience. 


She’s like a jungle cat, slim and sleek, and prowling with 
deadly purpose across the small stage, as the sensuous wail 
of a cabaret clarinet weaves its age-old melodies against the 
punctuation of the bistro drum. Jezebel! Her very name is 
a challenge; her feline grace and power leave her audiences 
spellbound. Even here, reclining in the privacy of her apart- 
ment, this smouldering temptress is a threat to any man’s 
peace of mind, and a challenge to his manhood! 











ICK THOMPSON LIFTED NUMBED FINGERS to probe 
N tenderly at the sticky lump on the side of his 

head. When he tried to push himself to his feet, 
blades of pain lanced violently across his forehead and 
the motion of the powerboat threw him flat again. 

"Take your time, skipper," the female voice instructed 
quietly. 

He clamped his eyes shut, propped on a wobbling 
elbow, and tried to recall how he had managed to end 
up on the floor of the Williwaw’s cockpit with a knot on 
his head. He had chartered his thirty foot boat, in 
Jamaica, to a man and his wife who had wanted to do a 
little fishing. The price had been right and the weather 
good, so he’d stowed them aboard and headed out of 
Kingston in the faint light of morning. Somewhere be. 
tween the capitol of the island and Portland Point, they'd 
belted him with something resembling the main gaff of 
a Gloucester schooner, and he'd ended up on the floor- 
boards of his boat as it streaked off across the blue waters 
for some unknown destination. 

He started to get to his feet again, using the fishing 
chair as a crutch. 

“You have a soft skull, Captain Thompson,” the girl 
told him. “You've been out a long time. 

Behind her, the big Jamaican | Negro nodded his over- 
sized head and flashed brilliant teeth over his shoulder. 
His huge paws were fingered around the spokes of the 
W illias s wheel. 

“Where th’ hell’s your gutless husband?” Nick 
grunted, and swung into a sitting position in the fishing 
chair. 

“Below,” the woman said. 

His vision swam back slowly and he allowed his eyes 
to focus boldly on the generous thrust of breasts beneath 
the silk blouse. It had popped a button or two, possibly 














Nick fought for his life, for his 
mistress and for his boat - and had 
about the chance of a snowball in 
hell of hanging on to any of them! 


la a 


from sheer strain, and the result was interesting 'even to 
a man who was probably the recipient of a concussion. 
The blouse was tied across her stomach and the smooth 
column of her waist had been wedged into a pair of 
white shorts that seemed like another layer of skin. Be- 
neath that everything was bare and beautiful . . . and 
deadly, Nick decided. There was a .45 automatic in one 
slender fist and it never wavered from its uncomfortable 
position — aiming at his head. 








me: Jamaican, recently hired to bait hooks, had ap- 
parently been a part of the scheme from the be- 
ginning and he knew how to handle boats. In fact, he 
looked as though he could handle damned near anything. 
His name was Buck, Nick recalled, and he seemed to be 
the Caribbean’s answer to Yukon Eric, with a deep tan. 

“Piracy,” Nick muttered to the gunbarrel, “is a crime 








punishable by hanging.” 

The crimson lips smiled. “But from the yardarm of 

the stolen boat. This one has none, Captain." 
"ll put one on her. 
“I don’t think so. 

Thoughts of Lita Martinez drifted into Nick’s mud- 
dled mind as he started blankly into the redhead's gun. 
She was probably the only person in Kingston who had 
any idea about him chartering his boat to the prn al 
couple who claimed to be American tourists. If these peo- 
ple were any kind of tourist, the U.S. had better start 
worrying. 

The waves of nausea and dizziness washed over him 
with the violence of a white squall, but were gone as 
fast. He stood up, legs spread to brace himself against the 
motion of the boat. 

"Sit down, Captain. l'm not ready to take care of 
you yet. We have to wait until Johnny comes up." She 
smiled. “He's busy tying up your girlfriend.” 

Thompson blinked. Lita! Here! 

He didn't much of a chance to think about it, be- 
cause the redhead's thin husband — if he was her husband 
— came up from the cabin and nodded briefly to the 
Negro, Buck. Flashing another grin, Buck moved aft and 
pulled a length of line from the rope locker. He wasn't 
very gentle in lashing Thompson's hands behind his 
bac 





























There," Buck grinned. 

“Take him below, with his senorita. 
The big Jamaican thrust an ove d hand under 

Nick's arm and lifted him out of the fishing chair. He 

aimed him toward the hatch and shoved gently. Nick 

stumbled down the companionway into the cabin and fell 

i tarboard bunk. 


















The hatch closed above him and he turned to look at 
Lita Martinez. 

“Nick, querido, what do they do 
*[ dunno, amante, but it doesn't look good. How'd 
they get you?" 

“It ees after you have gone, las’ night,” she told him. 
“They come into thee bedroom an’ before I can cry out, 
I am wrap up in thee blanket. Then I am here.” 

Nick nodded and remembered that after leaving Lita's 
apartment, he had gone to a bar. A few beers had de- 
veloped into a lot of beers and he had stayed there until 
sailing time. He'd never given Lita a thought, but now 
he was doing a lot of thinking about her. When he'd 
come too, he'd been counting on her as an ace in the 
hole — now, no one in Kingston knew anything about 
him. 
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When two girls share an 
apartment, there is bound 
to be friction. The ancient 
Chinese knew all about it 
when they designed their 
alphabet. The character for 
woman is: X The character 
for house is: And the char- 
acter for trouble is: AX-or 
two women under one roof! 
Still, for economic reasons, 
thousands of girls share 
apartments with girls. 














The best way for them to avoid 
trouble is to find another pair of 
Chinese characters: AA —two 


men! Assuming that the two 
men for these two girls are 
somewhere in our vast reading 

ce, we issue the follow- 
ing invitation: Step forward, 
gentlemen! As you can see, this 
pair of charmers — like all beau- 
tiful girls — stands ready to en- 
tertain at the drop of a hat, a 
wallet, and a wedding ring! On 
second thought, seeing that we 
can’t give out their address or 
phone number, you might as 
well scout around for such a 
shapely pair in your own neigh- 
borhood. And when you ring the 
doorbell, be sure to bring a 
friend — then you'll know what 
we mean by kicks for two! 











ticle by Richard Pratt 


T FOR 4 MOMENT, you were to imag. 

ine yourself a woman instead of 
a man, what would be the most un- 
comfortable, the most annoying, the 
most cumbersome garb you could 
think of? To save you all that mental 
anguish, the answer is the straps, 
frills and absurdities today’s well. 
dressed woman wears as a matter of 
course. 

Despite manufacturers’ claims to 
the contrary, no one has yet devised 
a truly comfortable brassiere. The 
band restricts free breathing, the 
straps cut into tender shoulders, the 
cups constrict. Likewise, girdles, cinch- 
belts, pantie girdles, garter belts, ete 
act the same way. What with straps 
laces, boning, clinging and constrict- 
ing elastic, even the smoothest seam 
leaves an angry mark on the skin, and 

uses constant minor discomforts to 
the wearer. Silk and nylon stockings 
must be n-tight and run-free, sup- 
ported either by a tight garter al 
the thigh or by a series of elasti 
depending from a lacy instrument of 
torture called a garter belt. And if 
you want to punish your feet, try 
cramming them into a pair of heels 
at least one size too small and walk- 
ing around for a few hour 

Okay, stop imagining — it’s getting 
too painful. 

Why do women wear these things? 
According to some psycholog 
women have a built-in need to be re- 
minded that they're women. The strap: 
and the constrictions accomplish this, 
making up for the lack of femininity 
forced upon them by their legal equal- 
ity with their rightful masters, men. 

They have traded their once-happy 
status as chattel-slaves for a subtle psy- 
chological slavery to uncomfortable 
underwear 

We know that women look good 
when laced into these things, that their 
legs look more glamorous when en- 
cased in that their effect 
is more feminine when tight clothing 





The 
“Why” 
Behind 
Black 
Silk 


Stockings 


hugs them from the hips up and sev- 
eral yards of lacy frills billow about 
their legs. We men have accepted the 
same sublimation of our rightful role 
— watering down our real mastery of 
women to an imaginary, vicarious mas- 
tery of them through their underwear, 
which in most cases is designed by 
men! 

The psychologists add that very few 
women are able to totally sublimate 
their need to be mastered in this man- 
ner. Extreme cases have been known 
to actually encourage rape, just to feel 
that they have been “mastered” by a 
male. Their methods of provoking sex- 
ual assault vary from wearing reveal- 
ing costumes on dark streets in violent 
neighborhoods to flirting with strange 
men and leading them into an appro- 
priate location, then refusing their 
favors. 

Less extreme but equally effective 
is the wife who purposefully picks a 
fight with her husband in hopes that 
he'll beat her up and then possess her. 
She's tired of being treated like a 
lady! Other wives, with the same end 
in mind, make increasingly ridiculous 
demands of their husbands, knowing 
that when the unsuspecting mate is 
pushed past a certain point, the worm 
will turn and give them the clobbering 
they deserve. 

Is it necessary, then, in order to 
keep your woman happy, to beat her 
regularly? That’s a bit extreme, and 
in many states illegal. It can be 
avoided if you learn to be a consistent 
bully, a positive man, a man who 
knows how to say No to his woman. 

She'll still wear her uncomfortable 
undies, much as religious fanatics 
used to wear hair shirts to punish 
themselves for the sins they would like 
to have committed. But with a strong 
man running her life, dictating enough 
of her actions to make her feel as if 
she really belongs, she'll be happier, 
healthier and far more loving than 
she ever was before. 

Now, sir, if you’re still in the mood 
for asking yourself questions, why do 
you wear a belt? Is it for any reason 
other than just to keep your pants up? 
Hmmmm? 

— the end — 
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According to most of the gals inter- 
viewed by KICK’S man-about-wom- 
en, Rog Blackwood, finding a real 
man in these days of hanky-panky 
mama’s boys is sometimes a difficult 
job. Rog probed deeper than some 
researchers, and found out what 
these dolls mean when they talk 
about real men. 
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HNOS 


“He's a man who 
knows how to take 
control, as a real man 
ought to,” said one 
shapely siren. An- 
other added, “A guy 
who, in business and 
in love, knows what he 
wants and takes it.” 













MAKE ANY 
WINDOW 
into 


4-Dr3 


ONE WAY GLASS 


NOW . . with simple drug store materials, you can 
ireat plain window glass so YOU CAM LOOK OUT 
through it, but the person on the other side CAN'T 
LOOK IN AT YOU. To get your Complete “One Way 
Glass Formula" send only $2.00 to: 
EZ FORMULAS, Dept. £57 
5880 Hollywood Blvd., Hollywood 28, Calif. 










A MARRIED MAN'S SECRET 
THAT YOU SHOULD SHARE 
Üur company's products are adding to many 
men's enjoyment of married The use 
of the products is your personal secret. 
These products may help you now or in 
your later years. Send 25c for illustrated 

brochure and future mailings to:— 
DUCTS, Dept. ES-7 
jevard Hollywood 28, California 











NATURE was 


good to me 


-. . where it counts 
1 understand you fellows like girls 
who are big in the right places 
(ust like | am, 442538. So | 
had some real intimate, live 
8 MM Movies and Photos taken 
in my pad. These are yours to 
enjoy. Write for your 
FREE FILM — FREE PHOTO 
Yes, Fl send you a preview film or 
photo, plus an illustrated brochure 
and all you have to do is enclose 25¢ to 
help a girl cover her costs of mailing. Or 
send $2.00 for a full 50 ft. Film! 
5700 CAHUENGA BLVD. 
NO. HOLLY WOOD, CALIF. 


MUTUAL CULMINATION 


DELAY — PROLONG — SATISFY. If you lack control 
=. then you should read “MUTUAL CULMINATION”. 
‘This clearly written informative book explains how to 
Simply ond Easily prolong marital relations, 

ONLY YOU KNOW THE SECRET 
Your wife will love you for the fulfillment she receives 
—but she will never know your secret. ‘MUTUAL CUL- 
MINATION" also contains complete chapters on orgor 
tic control .. how. love . . and love tech- 
niques. Mastery will be yours when you know that 
you can lost. Mailed in ploin wrapper. 


ONLY $1.00 
S.X. PRODUCTS Dept. £ 8-7 
6715 Hellywoed Bivd., Hollyweed 28, California 


UNCOMMON PRODUCTS 


Our business is the se- 
euring of UNIQUE PER- 
SONAL ITEMS for married 
men ONLY. Now available . . . complete 
selection of hard-to-find products. Mar- 
Tied men, send today for ILLUSTRATED 
pictorial catalogue and future descrip- 
tive mailings. Enclose 25e for handling. 


» 6226 
FRF SALES EIA 






































by robert turner 


he had found the perfect mistress; an even 


more perfect way to rid himself of the old 


high-priced love 


That night, as Mr. Parmentier ar- 
rived at his quarter million dollar 
country estate, tired and irritable 
after a hard day at his offices, Ping- 
ley, the butler, told him, “Good 
evening, sir. I have an announce- 
ment. The-ah-new one is here, 
sir. 

Parmentier gasped and his face 
lighted. “What?” he said. “So soon? 
Good God, man, thats fine fast 
work." 

. Yes, sir," Pingley agreed. "They're 
filling your order quite promptly, 
these days.” 

Parmentier giglged and executed 
a brief, slightly feeble dance step, 
his jowels and the pouches under 
his rheumy eyes jouncing. 

“Pingley,” he said, puffing some. 
“I wont want any delay after din- 
ner. Have everything prepared.” 

“I already have, sir,” Pingley said 
with profession properness. 

Right then and there Parmentier 
wanted to run upstairs but he didn’t. 
Patience and control made the 
whole thing much more rewarding 
the first night, he'd learned. 

After dinner, lingering over a 
demi-tasse and a pony of Greek 
brandy, Parmentier said: "Ah. this 
is the life, eh, Ping, old scout?" 

“Quite, sir,” Pingley agreed. 

“God-a-mighty,” Parmentier said. 
“What a bloody fool I wan in the 
old days, eh? The money it cost me 
and the trouble! To think I used to 
even marry some of them, for 
Christ sake!" Parmentier snorted, 
disgustedly. “And the torture of try- 
ing to get rid of one when I was 
tired of her, remember? The 


name I got in the press. Why, I was 
a laughing stock of the world. Goaty 
old Parmentier, the man of many 
wives; the alimoney sucker; the big 
pay-off clown!" 

Pingleys face showed no expres- 
sion; he said nothing. 

"But we finally figured a way out, 
didn't we? We got smart, by God." 
Parmentier slapped his thin thigh. 
“We've got it made now, when I 
want 2 change. It's just off with the 
old and on with the new, eh? Ha-ha! 
Which reminds me, have you pre- 
pared that damned fat blonde thing 
for the last rites, now that the re- 
placement is here?" 

“Of course, sir," Pingley said. 

Parmentier nodded thoughtfully, 
his eyes lighting with anticipation. 
“You know,” he said. ^I believe TII 
use a gun this time. I haven't used 
a gun in quite a while." 

"Whatever you wish, sir," Pingley 
said. 

A few minutes later Parmentier 
went upstairs, humming happily. 
He shaved, showered and perfumed 
himself. He donned a brand new 
set of two hundred dollar silk pa- 
jamas, then moved toward an ad- 
joing bedroom. 

First he looked at the array of 
weapons Pingley had set out on a 
dresser top, the daggers, the swords, 
the bludgeons. He clucked his 
tongue in satisfaction. A fine man, 
Pingley. 

Then Parmentier picked up a re- 
volver and turned toward the bed. 
The figure sprawled wantonly on the 
counterpane, was naked. He looked 
down at the tremendously full 
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roundness of breasts; at the thick, 
lusty-looking hips and thighs, at the 
round, baby-faced expression and 
the thick profusion of corn-sill 
low hair spread on the pillow. 

“All right,” Parmentier said. "You're 
through. I'm tired of your gross, fat, 
blonde ugliness. This is it.” 

His lined, sagging face strangely 
contorted, he emptied the gun at 
such close range that one mountain 
of a breast was blackened by smoke 
and gun-flash; then the swelling 
belly at the indentation of the navel. 

After the shooting, Parmentier put 
the gun down and walked to the 
doorway to another bed chamber. 
He entered and stood staring, en- 
raptured, at the female figure lying 
on the bed in this room. A filmy 
negligee fell teasingly open, reveal- 
ing the perfection of delicately small 
breasts; the long, slender, clean line 
of white thighs. 

“Nice!” Parmentire said, his face 
beginning to burn with desire, his 
breathing starting to labor. “So nice 
and new and lovely and completely 
different from the other one.” 

His gaze caressed the high-cheek 
boned face, the slightly slanting ey 
with their almost oriental cast, the 
cap of short, shiny black hair model- 
ing the exquisite head. Then Par- 
mentire divested himself of the pa- 
jamas and approached the bed. He 
stood for a moment, running his 
fingers senesuously over the sleek 
glowingly warm and delici- 
illient to the touch. 

“Baby, babyl” he murmured. 
"You're exquisite. Worth every bit of 
the lousy five thousand you cost.” 

Twenty minutes later, Parmentier 
disentangled from the soft, white, 
limp limbs. Then he yanked, from 
a wall socket the long, silken wire 
that had heated to body temperature 
the life-sized foam rubber figure, so 
perfect in every human detail. With 
a rough foot-shove, he flopped it off 
the bed onto the floor and himself 
sprawled out to sleep. 

The next morning at breakfast, 
Parmentire, relaxed and jovial, wink- 
ed at Pingley and said: “Well, you 
old reprobate, aren't you even going 
to ask me how the new one wa: 

^Oh!" Pingley said, flushing. "Of 
course, sir. How was—ah—she, sir?” 

"Beautiful" Parmentire said. *A 
doll! A living doll!” He looked mo- 
mentarily surprised at his own 
words, then laughed self conscious- 
ly. “Well, almost, anyhow,” he 
added. 

“Quite, sir,” Pingley said, pouring 
the coffee. 








yel- 



















































There is a certain type of woman — and we 
don't imply that lovely Bridgette Baum be- 
longs in this classification at all, except by 
== way of her costume on these pages — which 
= is the deadliest of all. And the most inten- 
tionally beautiful. She’s known to collectors 


as the "merry widow." 











Although she may need another man in her life, 
she has formed definite opinions as to the role 
he must play — and it's a role that neither you 
nor | would enjoy. She takes careful handling as 

- she automatically resists the idea of being har- 
nessed to the whims of another male. 





This sort of girl erects formid- 
able barriers against being 
tied down to domesticity, but 


once she's accepted the dis- 
cipline of an adult relation- 
ship she's far better at mak- 
ing a go of it than her less 
experienced sisters. And that, 
of course, is probably what 
makes the "merry widow" so 
damned attractive! 








Anyone trying to record on' paper 
everything there is to know about girls 
should be treated for creeping ego- 
mania. But on these two pages, KICK 
will perhaps add to your own personal 
file of useable information. 














In the third place, girls think dif- 
ferently — a fact only too pain- 
fully apparent to most of the 
male half of the human race. A | 


Last but definitely not the least Na 
of the strange facts about ‚girls, 
— they are from a separate // ; / , 
species completely, which makes! ^ (A 

them. not only impossible A 
' derstand ¿but a mo 
challenge atthe same timet" 






















Most of us, when we were kids, 
were aware of the knight in 
shining armor who rescued the 
beautiful princess from the 
evil tower and lived happily 
ever after — and then we grew 
up in the cold, cruel world and 
discovered that the beautiful 
princess didn't really exist, so 
why put on shining armor? 
Well, dad, beautiful princesses 
are coming back in style, but 
the supply of white knights is 
dangerously low. Lovely model 
Linda Dean gives us her views 
on these pages — while we sit 
back and view her. That's fair 
enough. 
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YYEIO REALDLY CARES 


There are a goodly number of un- 
usual things to do in this world 
which most men don't even think 
of. For instance, have you ever 
thought of romancing a girl in a 


helicopter? Or in a barrel going 


over Niagara Falls? 





No? Well, there are other 


pastimes just as available — 


such as finding a girl like 
the one on these two pages 
and convincing her that 
you’re the King of Siam. 
For that touch of authentic- 
ity, you might even shave 
your head - it’s a little 
enough gesture, but she’d 
appreciate it. For a switch, 
you might try shaving her 
head... 








With such a gardener in our back yard, we’re sure something would 
come up. We wonder if she would have any use for an old rake, hmmm? 
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There's an old nursery 
rhyme that goes: "Mary, 
Mary, quite contrary, How 
does your garden grow?" 
KICK ventures the guess 
that the proper answer to 
that one depends upon the 
girl. Nevertheless, a good 
many girls dabble around 
in the garden in their spare 
time, getting green thumbs 
and grass stains on their 
knees. 












Gardening can be backbreaking work or 
a relaxing pastime, depending upon the 
ambition of the gardener. This horticultural 
honey is the lazy kind, but despite her lack 
of ambition her garden looks rather lush, 
too, doesn't it? 






Speaking of old rakes, one 
of them once said, "You can 
lead a horticulture but you 
cannot make her think.” All 
of this gardening activity is 
guaranteed to make one 
hanker to plant a few seeds € 
of his own, no? " 
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EROTICA 


Now There Are Two Erotica Records 


Two of the most electrifying records ever produced, the famous 
EROTICA #1 and the brand new EROTICA #2, combine to bring 
you a panorama of erotic experience never before recorded. Never 
before have you experienced such heart-pounding delights; intimate, 
uninhibited, startling beyond description. Hear the actual, almost 
unbelievable sounds of erotic love, the soft groans and sighs and 
whispered words that sting and lash desire ( ... Ovid). These rec- 
ords pay full tribute to the beauty of man’s greatest experience. The 
cries and moans of delight and despair, pain and pleasure, ecstasy 
and exultation, are a thousandfold more meaningful and more beau- 


tiful than any interpretive art. 


EROTICA 


the rhythms of love 


A record famous the day it was released. 
The thousands who purchased it were 
thrilled by a bold and daring new ad- 
venture in recorded sound. Never has a 
record received such tremendous com- 
ment and acclaim. The sounds and 
rhythms of erotic love actually come 
alive in breathtaking high-fidelity. This 
record is a masterful epic of the senses. 
It brings you to the peak of the poetic 
ecstasy of creation. It is a startling, 
fantastic presentation you'll never for- 
get. It is an exciting record, a true col- 
lector's masterpiece you'll be delighted 
to own. Order your limited edition album 
of this most unique recording today! 





*-SEND YOUR ORDER TODAY ennnnn 





The record all America has been waiting 
for! Erotica #1, the record that “could 
never be equaled”, has been equaled 
and in some ways surpassed! Erotica 
#2 starts with spine-tingling sounds of 
passion, pain and pleasure in tantaliz- 
ing variations. Then Fax brings you the 
true unexpurgated sexuality of Elizabeth- 
an England and Scotland in the form of 
songs and ballads that boldly delight in 
the gratification of the senses. They are 
completely unashamed. And, there is yet 
one more surprise you must discover for 
yourself. If you are especially percep- 
tive, you will find much more going on 
than you think. Order it now! 



































SWEET WILLIAM CO. 5700 CAHUENGA BLVD. NO. HOLLYWOOD, CALIF 


Please rush me the albums ordered below. | enclose $. , 0 cash, 
[] check, [] money order (Sorry, no C.0.D.'s) payment in full. IF I AM NOT COM- 
PLETELY SATISFIED, | CAN RETURN THE ALBUM(S) WITHIN 10 DAYS FOR FULL REFUND. 
(Please, adults only) 


















EROTICA. THE RHYTHMS OF LOVE (FAXLP-1001) 
( ) 33'á RPM HIGH FIDELITY RECORD ALBUM (S) 
( ) TAPE(S): [] MONAURAL. [] STEREO 


EROTICA NUMBER 2, PASSION. 





9 s eos 
e $10.98 











PAIN & PLEASURE (FAXLP-1003) 
( ) 33' RPM HIGH FIDELITY RECORD ALBUM (S) @ $695 
(>) TAPE(S): 1) MONAURAL, [] STEREO @ $10.95 


FREE! SURPRISE BONUS RECORD IF YOU ORDER BOTH EROTICA RECORDS 
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One other trueism worth 
mentioning is “pretty is as 
pretty does” — in short, the 
most beautiful girl in the 
world looks ludicrous if her 
walk is like a spavined mare, 
or if her voice sounds like 
the mating call of a rup- 
tured water buffalo. Some 
beautiful girls, who possess 
these and other unfortunate 
characteristics, play it safe 
by neither walking nor talk- 
ing — being content just to 
look beautiful, and hoping 
that the right man will come 
along and be so over- 
whelmed by his first sight of 
them that another age-old 
truth will take over: Love 
is blind (and deaf, too, for 
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MASTER KARATE, THE PERFECT PROTECTION 
Your Hands, Feet and Elbows are Transformed into 
Weapons of Defense When You Know How To Use Them 


KARATE — will enable you to execute a blow, requiring a minimum of strength, 
to any one of thirty-seven key points of the body, that will disable, or temporarily 
paralyze an opponent. When you are a master of Karate, knives, clubs, or even 
guns, held at close range are useless against you. IN A FLASH YOU CAN DISARM 
AND RENDER YOUR OPPONENT COMPLETELY HELPLESS. Karate is the only violent 
form of Judo taught today. In this new, fully illustrated book, titled "Karate, 
open hand and foot fighting,” Mr. Bruce Tegner, one of the world's leading 
Karate exponents, quickly and simply shows you how to become a Karate 
master. It's actually easier to master than Judo. His step by step pictorial 
teaching method enables you to learn: 

T) Karate's striking methods: Illustrations in this section show you how to 
make lethal use of your finger tips, elbows, knees, heels and nine other 
parts of your body 

2) Nerve Centers and Pressure Points: How to temporarily disable, stun or 
paralyze your opponent. 

3) Twelve Defenses against Simple Attacks. 

4) Twenty Defenses against Deadly Attacks. 


Clearly illustrated charts show you exactly wnere and 
how to strike. LEARN WHY JUDO EXPERTS FEAR AND 
AVOID COMBAT WITH A KARATE MASTER. STEP ASIDE 
FOR NO MAN. WALK WITH CONFIDENCE. Let Mr. Tegner 
train you as he has successfully trained thousands. of 
Others. KARATE IS DEADLY—KARATE IS PROVEN. Karate 
was devised by Buddhist Monks and preserved through 
the ages by men such as Mr. Bruce Tegner. START 
TODAY TO TURN YOUR OWN BODY INTO THE MOST 
EFFICIENT WEAPON AVAILABLE. Mail the coupon below 
and your copy of "Karate, open haud and foot-fighting" 
will be rushed to you by return mail. Read and examine 
the book for seven days at our risk. See for yourself 
how through the pages of this book you will increase 
your self-confidence, mental well-being, and all around 
physical being. You must be fully satisfied or you may 
return the book for a full refund. We are able to make 
this money-back offer because we know the amazing 
results thousands of people just like yourself have 
achieved by purchasing, and reading Bruce Tegner's 
"Karate". 


Yes, | want to become a Karate 

master. | enclose $2.98. Send KARATE Dept. 83-3 

my copy of Bruce Tegner's 7471 Melrose Ave. Los Angeles 46, Calif. 
“Karate, open hand and foot 

fig immediately. If the 


book isn't everything you say it 
is, | may return it within 7 days 
for a full refund. 

D ! am over 18 years of age or 
have my parents’ — guardians’ 
permission to study Karate. 








100 ft. 8mm Movies 
$2.00 EACH 


6 for only $10.00 


O 8.Lili St. Cyr "DANCE OF SALOME” 

O 72 "PIN-UP POSES" of Tanya 

O 83 Kalantan in "FIRE DANCE" 

O 88 Jacqueline Hulrey “ACROBATICS” 
O 89 Jan "MODELS LINGERIE" 

[] 119 "SLAVE DANCE" Sheree North 

D 121 Sheree North in "CAN CAN" 

122 “THE SULTAN’S FAVORITE DANCER” 
O 136 “SCREEN TEST” of Betty Brosmer 
OO 165 Nejla Ates “TURKISH DELIGHT” 


200 ft. 8mm Movies 


$4.00 EACH 
3 for only $10.00 


C] 50 "MISS UNIVERSE CONTEST" 


C 69 “UNDERWATER SPEARFISHING” in 
Yucatan 


C 116 Eve Meyer in “COUNTRY GIRL” 
C 166 “BURLESQUEING THE ADS” 
C 180 Eve Meyer in “PLAYMATE” 


50r. MOVIES 
ONLY $1.00 EACH 


6 FOR ONLY $5.00 POSTPAID 


Why pay $2.00 or more for 50-ft. ADULT movies 
when you can get the very best for only $1.00? 








O 10 Barbara Osterman “PIN-UPS” O 101 “CAUGHT IN BARBED WIRE” 

D 13 “RHUMBA AMALIA” Cuban D 102 Sheree North in “EXOTIC 

] 23 "SILK STOCKING MODEL" DANCER" 

DD 30 Gwen Caldwell "GIRL WITH C] 108 Nora Knight "EXOTIC DANCER" 
$1,000,000 Legs” — C] 123 Choendelle “FOLLIES STAR” 

[] 46 "SEASHORE FROLII C] 125 "TEXAS LIL DARLIN” 

Lj 49 "BEAUTY PARADE" O 127 Tempest Storm “DESERT 

O 54 Jerrima “BURLESQUE STAR” DANCE” 

j 60 "LINGERIE MODEL" O 129 Sheree North “WASTE BASKET 

Cj 62 Kalantan “DANCE NOCTURNE” BLUES” 

C] 64 "WOMEN OF BALI" O 131 Linda “THE SUNBATHER” 

] 68 Cleo Moore “MODELS D 133 “UNDERWATER EXOTIC DANCE 
STOCKINGS” RHYTHMS” 

C] 73 Cute "AIRPLANE MECHANIC” O 135 "TURKISH BELLY DANCER" 

C] 81 Myrna Dean "EXOTIC DANCER" C] 149 Lian "EXOTIC PARISIAN" 

O 82 Kalantan in "BUDDHA DANCE" O 168 Arlene “BURLESQUE DOLL 

C] 86 "GIRLS WRESTLING" DANCE" 

O 87 Betty Howard in "EXOTIC 182 "EXOTIC SWAN DANCE" 
MAMBO” 185 “LOUISIANA STRUT DANCE” 

£ 90 Barbara Nichols “MAMBO” D 187 Jerrima “SOUTH SEA BELLE” 

C] 92 Dolores Del Raye “ST. LOUIS C] 193 Blaze Starr "DANCE OF FIRE" 
WOMAN" D 198 Busty Brown “MAID'S DAY 

C] 94 “HINDU TASSEL HASSELL” OFF" 

O 97 Marilyn “BRASSIERE MODEL" O 212 “PIN-UPS” Betty Brosmer 





+ SPECIAL TO CLUB 
(A MEMBERS ONLY 


Regular $10.00 VALUE for $8.00 


(All othe:s must pay regular price of $10.00) 


REEL No. 165 


NEJLA ATES 


“TURKISH 
BELLY DANCER”” 


= — In Gorgeous Color! 
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8MM. MOVIE CLUB suite 103 
11475 CHANDLER BLVD. 
NO. HOLLYWOOD, CALIF. 
O Enclosed find $. Please rush the "ADULT" Movies checked. 


* Also send me your newest and best Adult movies C.O.D. every two months 
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One of the most interest- 
ing developments of the 
20th century has been the 
emergence of girls like 
Honey Bee, this genera- 
tion’s answer to those dic- 
tators of women’s fash- 
ions who keep trying to 
bring back the flatchested 
styles of the 1920s. 


Girls like Honey 
Bee are making 
brassiere manu- 
facturers (and the 
men who sell the 
cloth to them!) — 
as well as the na- 
tion's males-much 
happier. Here are 
two very obvious 
reasons. 











Lita was still wearing a flin little nightgown that 
appeared to be made of pale blue gauze and against 
whose texture the soft thrust of her small breasts and 
thighs created sensual patterns in the dim light. Johnny 
had done a good job of tying her and Nick clamped his 
jaws together in anger when he saw the brutal rope biting 
into her smooth flesh. He strained futily at his bonds, but 
the muscular Jamaican had done an equally good job 
on him. 

Now what? his mind demanded bitterly. 








4 FALL OF NIGHT was like a magician’s trick, but 
then it usually is on the ocean. Nick lay on hi: 
side, trying vainly to loosen the bonds about his wris 
He’d been making a little progress, but not enough to 
get loose. 














The hatch slid forward and the redhead's beautiful 
legs came into his range of vision, followed by her slender 
nd thrusting breasts. She smiled at him. 
omfy, Captain?" 

“I could be a lot more comfortable,” Nick spat, “if 
I knew what the hell's going on." 

The crimson smile broadened. “Just a little mission 
to accomplish, Captain Thompson. Then you may have 
your boat bac! 

“In how many pieces?” 

“I don't know.” 

“But there will be pieces?” 

“Perhaps. After all, we cannot depend upon you and 
your charming little Mexican to keep your mouths 

“So, after you've used the boat, you'll mine it and 
turn it loose. Right? 

“Probably. I don’t know, really.” 

“Bitch,” Nick muttered. 

“Marla!” Johnny shouted from topside. “Get up here! 
We're almost there!” E 

Marla, with her .45 thrust in the waistband of her 
shorts, went up through the hatch to the cockpit and left 
Nick straining to get loose. 

What do they do, N Lita asked. 

“Dunno. I thought at first they might be members of 
some sort of counter-revolutionary movement against Cas- 
tro. But that's silly. They wouldn't hijack a boat when 
they could get sympathizers. They've probably stolen 
something back in Jamaica and are running." 

“What could they have steal?” 

“Search me, miel, but 1 haven't any ambition for hav- 
ing my boat blown to hell. Let's see if you can untie my 
hands, Lita.” 

He struggled to his feet and moved over to where she 
lay on the bunk and sat down. He could feel her moving, 
then her fingers, impeded by her own ropes, tugged and 
pulled at the knots. She was panting with the effort in 
secon 

“I cannot she whispered. 

“Let me try to free you.” His fingers found the knots 
and he started to pull at them, breaking his fingernails 
but accomplishing little else. He tried. 

He was still trying when the hatch slid forward again 
and Johnny shouldered his way down into the cabin, His 
hand lashed out, knotted in Nick’s hair and yanked him 
away from . Nick cracked his head on the top star- 
board bunk and felt the blackness swarming over him 
again. He fought it, hearing Johnny's voice through the 
haze of pain 

"Looks like we'll have to alter our arrangement," he 
gritted. “Buck 

The Jamaican appeared, poking his head through the 
hatch. “Yas?” 

“Come down here and spreadeagle these two to the 
bunk supports.” 




































































B= GRUNTED AND CAME DOWN. Johnny grinned and 
went up to the cockpit with the redhead. Knowing 
that her muscles were numb from hours of bondage, Buck 
removed the ropes from around Lita's wrists and ankles, 
then retied her in a spreadeagle fashion to the bunks. 
She couldn't have fought him if she had tried. 

“How much they paying you?” Thompson asked him. 

“A third. 

“Of what? 

The Jamaican grinned. “A job,” he said. 











“You'll end up with a bullet, likely,” Nick told him, 
although he knew that he couldn’t sway him. 

Above the throb of the Williwaw's twin engines, he 
could hear the sound of an oncoming boat. That would 
be the pickup. Real neat, Nick thought. They'll mine the 
boat, radio the Coast Guard that there is a gas leak, 
then take off in the pickup launch. By the time the Coast 
Guard reaches the scene, the Williwaw will have been 
blown to the four winds and the only bodies will be his 
and Lita’s. 

As Johnny cut the engines and waited for the pickup 
boat, Buck began to untie Nick’s bonds. That was the 
moment he’d been waiting for. As soon as his hands 
were free, he swung a hard right at the Jamaican’s head. 

Pain splintered the length of his arm, but Buck was 
slammed back against the steps. He came to his feet and 
Nick hit him again, throwing all of his two hundred 
pounds into the punch. The big Negro grabbed at him 
and they struggled clumsily in the tight quarters. 

There was a shot, then another. Nick felt the Ja- 
maican begin to sag and the redhead shouted: 

"You fool! You've shot Buck 

“So what?” Johnny roared. “The more for us!” He 
fired again and Nick felt the third slug hit him like a 
punch in the stomach. The well of darkness closed over 
him again and he fell beside the brawny body of Buck. 
Lita screamed, somewhere in the darkness, and the sound 
held him. He lay there and listened. 

“The- dynamite set?” The redhead asked. 

“Yeah. Get in the launch.” 
























Pair seared his side when he moved, but he had to 
move. He had to get that charge of dynamite. He could 
hear the sound of Johnny's voice talking over the ship- 
to-shore, then it stopped. The C Guard knew about 
“a gas leak" on the Williwaw now. By the time they 
got here, there would be only pieces. Nick tried to crawl to 
the steps, but a heavy brown hand knocked him aside. 

He watched Buck heading for the cockpit and tried 
to follow him. The Jamaican found the bundle of dyna- 
mite and stood up, the explosives smoking in his hand. 

“Look!” Johnny bellowed from the pickup boat. “It’s 
Buck! Shoot!” 

Gunshots echoed over the roar of the launch as they 
tried to get away. but Buck either didn’t feel them, or 
they had missed. He glanced down at the dynamite ab- 
sently, then threw it. 

The roar of the blast threw Nick to the floor again, 
but he got up swiftly, holding his side. When he stag- 
gered into the cockpit, Buck was sprawled in the stern 
sheets. The sea was smoking where the launch had been 
and there was a grave-like stillness over the water. When 
he turned on the searchlight, he found the sachel floating 
in the water and fished it out with the boathook. It was 
full of money. Bitterly, he threw it on the deck and looked 
down at the dead Jamaican. 

After awhile, he want down to cut Lita loose. They 
didn’t speak. She laid him down on one of the bunks and 
went topside to start the engines and head for Kingston. 
Nick grinned. She was going to look silly as hell. piloting 
a boat in her nightgown .. . 























WATCH FOR THESE SENSATIONAL All Star Books 
on sale at leading newsstands and bookstores. 





EXPEDITION OF LUST, 
SEX CLINIC - VIRGIN ON THE ROCKS 
A ROGUE'S GUIDE TOEUROPE - 


and many other original ALL STAR 
adult novels and non-fiction. 


WHITE DESIRE- 


Please do not order by mail 
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FROM “AMERICA’S FIRST LADY OF GLAMOUR” 











Authentic French style half bra for that high pointed 
tantalizing tilt. Only the under bust is covered. Gives 


^ Ate presents ...HER FABULOUS 
complete uplift. Especially effective for small busts. 


Sizes 32 to 38. In shimmering black satin only. $4.98 E 

$250 “"MONTMARTR xc 

Black satin garter belt made with six garters especially ey 

FOR OPERA LENGTH HOSE. An extremely alluring garment æ f #350 
for stage and pinups. Waist sizes 22 to 30. Black only. < 

$4.98. Ew 

#26 "BLACK DIAMOND HIP LENGTH OPERA HOSE" 


Exotic 15-denier sheer nylon opera hose with fine seam. 5 (THE BAREST NECESSITY) 


These are the extra long hard-to-get kind. In slimming 
"THEY'RE THE GREATEST" 
























black only. Size 82 to 11 $5.98. 
MENOS "MOULIN Rous 
Same as #105 “Pigalle” except it Is made of finest Scandalousty brief panties ‘expertly’ tailor: 
nylon lace with sheerest nylon backing and gleaming ed of sheerest 100% nylon with contoured 
Sambo IE MN UN MEM French shadow panel. Maximum comfort 
A sparkling gi t for the Pi ete a gae in ber 2 with minimum coverage—perfect for street: 
ren. antes hav T 

ouch -.. rhinestones and mötherof-pearl appliaue, wear, stage, or photography. 
on luxury Nylon lace. Panties in All Black, Flamingo Red 
with Black Lace. Waist sizes 22 to 30. $3.98 A TERRIFIC. GIFT SET— 

d HJ J GUARANTEED TO PLEASE! 

Choice of BLACK, RED, WHITE, PINK, or 

BLUE. Order SMALL, MEDIUM, or LARGE. 
Give hip measurement for perfect fit. 
$ a Setof3.... $3.98 
(Sorry, no C.0.D.'s at this price) 


#21 "MY SECRET 
Frilly Nylon and Lace briefs. A style that's sure to please. All Black, 
White or Flamingo Red with Black Lace. Waist sizes 22 to 30. Shown 
with #33A star-shaped sequined Pasties. $3. 
#38 “KNOW HOW” 

There's nothing ordinary about the special gal who gets these panties 
as a gift! Spicy scalloped leg is so feminine. Black Nylon Lace over 
Sheer Black Nylon or Flamingo Red with Black Lace. Waist sizes 22 
to 30. $3.98 

#10 “NO MYSTERY" 

Everyone has a favorite . . . this is sure to be hers! Nylon Lace slit 
side panties im all Black, or Flamingo Red with Black Lace. Waist 
sizes 22 to 30. $3.98 
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#33 “GIFT-WRAPPED” 
Guaranteed to please! 
The very briefest G-string 
panty. Nylon lace over 
the sheerest Nylon. And 
it's trimmed in dainty 
lace too. Panties in All 
Black or Flamingo: Red 
with Black Lace. 

Waist sizes 22 to 30. 
$2.98 — 2 pr. for $5.50 
#23 “POSE FOR ME” She'll be the 
perfect pin-up in this novel hip-skirt 
and bolero set. Sheer nylon, trimmed 
with 100% nylon lace. Wear with #33 


G-String. panty. All Black, or Flamingo 
Red w/Black Lace. 


#23 HIP SKIRT waist 22 to 30 $3.98 
#23A BOLERO bust 32 to 38 $5.98 


ORDER BLANK 


11475 CHANDLER BLVD. NO. HOLLYWOOD, CALIF. 


Please rush me the following items, for which | have enclosed: 
C Check [ Cash [C] Money Order for full amount 





























#30, “ILLUSION This Is our } C Send CO.. (enclose 25% of total payment & wil pay postman balance) 
inest negligee. Worn by Lill In 

#30 “LILI'S LOVE” her world famous stage appear- Zu E E 
Yes, only Lili St. Cyr could design such ances. YARDS and YARDS of 

a fabulous Nylon Lace dance set. Halter SHEEREST  NYLON — ALLURINGLY 

Dra scoops dowm amd down and down. DRAPED to make her a boudoir 

Bikini panties are briefest ever. Finest star. Shirred nylon elegantly 

100% Nylon Lace. Black, Flamingo Red flounced on the lace yoke, enor- 

with Black Lace. Panty ‘sizes 22 to 30 mous sleeves edged with lace. 

waist, Bra sizes 32 to 38. White, Black or Flamingo Red 

Compiete $6. with Black face. Sizes 32 to 38 











“WEY FELLOWS! WANT LILI AS YOUR PIN-UP?” Here is a fabulous offer— 


Full Color GIANT 10” x14'” PHOTOGRAPHS ...$2 for ALL s 


These bewitching poses bring to life all the striking details that have earned E 
Lili the admiration of millions. The rich full color captures all her refreshing 
and vibrant charm and gives you the feeling she's right there before your 
eyes, in person. ORDER YOUR SET TODAY! ADDRESS. 


CITY AND ZONE STATE. 





... for the right man to come along and 


sweep her of} her feet. In this respect, 
she’s not unlike any other beautiful girl 
in the world, except those who have al- 
ready been found by Mr. Right. Maybe it 
won't be this lady, but.one of these days 
YOU are going to be known as Mr. Right 
ET TG 





The question is, sir, how you 
gonna keep her? KICK has a 
suggestion or two about what 
to do once she’s decided 
you’re her Mr. Right. First 
of, you assure her of two 
things: (1) that she’s incred- 
ibly beautiful, and that 
she’s yours. Make no bones 
about it... establish full 
rights of ownership from the 
start and she’ll give you less 
trouble later on. Trouble 
generally begins when you 
forget two things: (1) that 
she’s beautiful, and (2) that 
she’s yours. 











DEMAND PERFORMANCE 


Continued from page 6 


growled. throwing me the piece, “tie 
your wife's hands behind her back." 

I caught the rope. turned to Nadine 
and winked. “Kellar.” I said quietly. 

“Of course.” she replied, and held 
out her left wrist. | tied the center 
of the rope securely around her wrist. 
Slim came over to watch. 

“Put your hands behind your back 
and turn around." I told her. 

Nadine obeyed, crossing her right 
wrist over her left behind her back. 
Slim peered closely as | took the two 
ends and tied them securely- around 
the other wrist. “You musta been a 
Boy Scout,” he observed. 

"Something like that.” I admitted. 

Nadine looked scared and aloof at 
the same time. Slim stepped up to 
her and took the two dangling ends 
of rope and pulled them around her 
waist, tying them in front. No amount 
of squirming could get her fingers to 
that final knot. 

“Now her feet,” Joe commanded, 
tossing over another, longer piece. 
They were cautious, and clever — 
they figured a woman wouldn’t kick 
her husband if he was being forced 
to tie her up. where she would have 
no such restraint when confronted 
with a stranger. The way Nadine felt 
about me now, though, I half ex- 
pected to be kicked in the face. 

Except that she knew exactly what 
I was doing. I stood up when I fin- 
ished. “Good job,” Slim said, approv- 
ingly. “You think three of us can 
move Uncle Ezra?" 

“Move Uncle Ezra!” | was visibly 
shocked. 

“We sure as hell don’t have any 
use for him,” Slim drawled. 

Joe was approaching with the rest 
of the rope. “You get the station 
wagon unloaded and I'll take care of 
the girl.” he said, winking obscenely. 

“What's he going to do to her?” 
I asked quickly. 

*Don't you worry about that, mis- 
ter," Slim drawled. *He can be real 
mean when he sets his mind to it. 
but he won't do anything at all as 
long as you behave yourself. After 
we get Uncle Ezra out, we're gonna 
tie you up. too. and borrow your sta- 
tion wagon, that's all.” 

“And if I don’t behave . . .?” 

Slim smiled in the moonlight. “Joe 
might enjoy beating her up a little. 
I think that’s what he was sent up 

















for in the first place.” 





if you're worried about any- 
he continued conversa- 
tionally. “forget it. We made an 
agreement to share and share alike — 
the three of us. If one of us was to 
take advantage óf your wife, all three 
of us'd have to, just to make things 
work out even. But we're in a hurry 
— we don't h time for that sort 
of thing tonight. 


E HAD REACHED the station 
W wagon now. Fatso had the 
back door open and had tossed our 
suitcases to the ground. 

“Well?” Fatso said, his hand rest- 
ing lightly on the butt of his gun, 
which was stuck under his belt. 

“He doesn't want to see his wife 
cut up," Slim informed him. “He's 
going to help us move the stiff." 

The two thugs put their guns in 
the front seat, just to preclude any 
last-ditch grab I might try to make 
when they had their hands full of 
casket. 

The three of us manhandled 
“Uncle Ezra” to the ground. 

“Heavy sonofabitch,” Slim panted. 

“It’s lined with lead,” I told him. 

“I had a buddy died of that, too.” 
he said. Then -he-turfied to Fatso. 
“Go get some of that rope. Joe don’t 
need all of it.” 

“Okay.” the large man agreed, and 
shuffled off across the clearing. 

"Joe's tying your wife to a tree 
over there,” Slim informed me. “Pm 
going to fasten you to the coffin, here. 
By the time you squirm out of the 
ropes we'll be long gone, and thank 
you." 

“] guess as long as we're alive we 
don't have anything to complain 
about, really," I allowed. 

“You know, I like you," Slim said. 
“You seem to be a reasonable man.” 

I was thinking about the guns in 
the front seat of the station wagon. 
If I made a break for it before Fatso 
got back... 

“] want to show you something,” 
Slim said quietly, and reached in- 
side his shirt. When his hand came 
out it was holding a small pistol. 
“Pm a right good shot at close 
range." 

I dismissed the other guns from my 
mind. Should I risk my life just for 
a car? After all, they'd left me all 
of my equipment, and our luggage, 
and they didn't have time for rape. 
They figured on six or eight hours 
with the wagon before Nadine or I 
could get loose and blow the whistle 
so they'd have to find another car. 
And they had no motive for murder, 











so why fight it? 

Fatso finally returned with the 
rope. and the two of them silently set 
about to tie me yp. They did a very 
good job of it, considering what they 
didn't know about Nadine and me. 
I had to give them A for Effort. 


HEN THEY HAD finished, and 
W I was securely roped to the 
brass handles of the coffin, and 
gagged for good measure, Slim asked: 
“Where’s Joe?” 

“Waiting. He promised not to 
start until we got there. Crazy sonof- 
abitch took all her clothes off, 
though.” 

“Mmmrffffpgh!” I said through 
the gag. 

“So long, sucker,” Slim laughed. 
“Looks like we've got more time than 
I thought." 

“Fffbrrr!” I answered. 

They didn’t stick around for a 
translation — which was just what I 
wanted. It took me ten seconds to get 
out of the ropes and another fifteen 
to unlock the coffin and find what I 
wanted inside. When Nadine packs 
a trunk, it's packed right. 

Then, with darkness as my cover, 
I followed them across the clearing, 
sticking to the shadows in case they 
should look back. 

As I drew closer I could make out 
Nadine's pale, curvaceous silhouette 
in the darkness. Brother Joe had tied 
her to the trunk of a large tree and 
had, indeed, stripped every stitch of 
clothing from her body. Obviously, 
he hadn't taken his eyes off her for 
an instant, or she would have slipped 
her bonds as easily as I had. Joe had 
gagged her to prevent any outery that 
might attract the neighbors. 

The three of them stood in front of 
her, apparently arguing about who 
would be first. 

I heard Slim’s voice say: “Joe took 
her clothes off and you probably 
copped a feel when I sent you for the 
rope — there’s no sense that I can 
see in drawing straws. Step aside, 
gents...” 

I moved even closer until I could 
see Nadine’s face. Her eyes were 
searching the darkness — she knew 
that if I was conscious I’d be some- 
where nearby, and she knew what I 
intended to do, too. After all, she had 
packed the act; she knew what was 
in the trunk. 

And she was shaking her head no. 

Okay, honey, 1 thought. You're 
absolutely right. m not doing a 
thing until I'm sure of my audience. 

The three thugs apparently had 
settled the question of who was to 
have her first, for in a moment they 





turned towards her, Slim in the lead, 
Joe and Fatso a discreet step behind. 
If they couldn't have first go, they 
must have reasoned, at least they 
could watch! 

Nadine squirmed convincingly, 
then nodded her head and held her- 
self still as a statue. I took careful 
aim. 

Thunk! 

My first knife vibrated as it stuck 
in the ‘tree, severing the rope that 
held Nadine to the tree at the same- 

“What the hell . . .?” Joe gasped. 

“Don’t anybody move!” I shouted. 
“I've got six more of these knives 
and I know how to use 'em!" 

“Don't he, though!” exclaimed 
Slim, as still as a statue. 
adine, get Joe's gun and bring 
it here! Slim's got a little one inside 
his shirt — be careful!” 

es, dear," she replied, slipping 
her wrists from the ropes and bend- 
ing over to untie her legs. In a mo- 
ment, much to the amazement of her 
erstwhile captors, she was lifting their 
guns with the ease of a practiced pro- 
fessional pickpocket. 

It was the first time any of us had 
ever seen a nude pickpocket. 

The three thugs were so startled by 
the seemingly impossible events of 
the past few minutes that none of 
them tried to lay a hand on her. She 
brought the guns and laid them at 
my feet. 

Now,” I said, commandingly, “tie 
those sonsabitches up so they won’t 
bother anybody for a while.” 

"Yes, master," she laughed softly 
so only I could hear. 

T TOOK ABOUT five minutes to 
I truss the three satisfactorily, and 
when it was done there was no 
chance of their getting out without 
outside aid. 

"How in hell did you do it?" Slim 
finally asked, as I double-checked the 
bonds on his arms. 

"You made a mistake. You tried 
to tie up a pair of professional escape 
artists. We do a knife-throwing act, 
too.” 

Nadine had found her suitcase and 
was rummaging through it for some- 
thing to wear. 

"I want to thank you for what 
you've done," I told them. *But we 
don't have time to stand around and 
talk. There'll be somebody by in the 
morning to pick you up." 

It was a job getting the substitu- 
tion coffin back in the station wagon, 
but Nadine and I had been doing 
it for three seasons by outselves. Once 
the back door was closed I said 
curtly: “Get in, darling — we've got 
things to do.” 
























“Yes, dear.” 

I let the boys eat dust as 1 spun 
the wagon around for the trip down. 

Halfway down the hill 1 pulled off 
into an almost non-existant lane and 
braked to a stop. 

“Get out!” I said crisply. 

Nadine looked at me 
“What?” 

“I said get out — or do I have to 
drag you out?" 

“What's come over you 

“Move!” 

She moved — faster than I’d ever 
seen her move before, except for on 
stage, when instant response to my 
secret commands is all-important. I 
practically leaped from the seat my- 
self. In six strides 1 was on her side 
of the car. 

“Strip!” I said. 

Nadine gulped — and complied. 

This time, her nakedness was al- 
most instantaneous, accomplished in 
one quick motion which whisked the 
dress off those delicious curves, as 
if she had been looking forward to 
the moment when I would command 
her to strip. 

I crushed her to me, feeling her 
pliant body next to me, hearing her 
already ragged breath in my ear, and 
forced her back, and down, bending 
her body and her will to-my own... 

The rest of it went like clockwork. 
When it was over, Nadine was gasp- 
ing for air. 

"Why?" she finally said. "Why'd 
you do that?" 

“You didn’t like it?" I countered. 

“T loved it!” she sighed. 

“I got to thinking,” I explained. 
“You had plenty of opportunity to 
escape when you were alone with Joe 
— and when you were signalling me 
no from the tree, you didn’t really 
know whether or not I was there. It 
didn’t make any difference, did it?” 

She stared at me, not comprehend- 
ing. 





oddly. 











saw the expression on your 
face,” I told her. “My mistake was 
in trying to treat you with kid gloves 
because I didn’t want to lose you — 
when all the time you wanted to be 
raped.” 

She just smiled and snuggled her 
head closer to me. 

“Tell me one thing, darling,” I 
said. 

“Mmmm?” 

“Why in hell didn’t you tell me 
what you wanted, instead of getting 
mad and clamming up like that?” 

“Well,” she said, “that isn’t the 
sort of thing a lady says.” 

I grinned and raped her again. We 
both loved it. 

— the end — 
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Doctors Report “Miracle” Royal Jelly 


May Change Your Whole Life! 
How would you like to awaken one morning and find 
EN possessed with a man sense of “well- 
ing," full of New Pep and Vitality? Wouldn't it be 
wonderful if you could feel increased vigor and enjoy a 
"new lease on life?" Now... Scientists say this may 
happen to you! 


ROYAL JELLY Wins Approval Before 


Congress* of 5,000 Doctors 
‚The men of Medical Science who have experimented 
with Royal Jelly, claim that Royal Jelly will perform the 
function of INCREASING MEN AND WOMEN'S. WANING 





+ Royal Jelly alleviates suffering 
of men and women in their critical 
years in a sensational manner. 


© Royal Jelly acts on weakened, 
7 tired eyes, giving instantly a sen: 


sation of new light. 
N © Feeling of tiredness disappears 
$8 sun: p 
* Royal Jelly gives a feeling of increased sexual drive 
and energy, especially to men and women over 40. 


Here Are Some of the Symptoms roaching Old Age 
which Make Men and Women over 38 feel devitelioga 
ut" before their time 


and "played oi 
PHYSICALLY, MENTALLY and EMOTIONALLY + “"Human Dy- 
namos” slow down + Dizziness + Weak feeling « Vagu 
aches and pains e Listless, “don't care attitude” + 
tigues easily * Sexual weakness » Loss of mental effi 
ciency and ability e Unable to make simple decisions 
* Can't concentrate e Nervousness.» Tense feeling + 
Lack of emotional control « Loss of selt-confidence * In- 
security + Failing memory + No zest for life 


Royal Jelly Reported to Help Those 

Suffering From: 
Mental Depression... Loss of Appetite 
ance... Headac! 
Aches and Pains... 





















Sexual Weak. 
Decreased 
tability. 


See How JENASOL Capsules May Help You! 
Swallow one CONCENTRATED JENASOL RJ FORMULA 50 









Vigor . .. Nervousness . 





capsule daily. They combine 35 vitamins and minerals 
as well as the miracle food of the Queen Bee. This cap- 
sule dissolves instantly, releasing the super forces of 
Royal Jelly which go to work immediately and reenforce 


and heal 


fully strengthens your own natural functions 


which may have become deficient. 


MAIL COUPON BELOW FOR IMMEDIATE SHIPMENT 


| JENASOL Co., Dept. 000 


r------ 


you ceta | 
GENEROUS $3.00 | 
30-DAY SUPPLY | 


! enclose only 10€ to help cover postage and. 
handling. Please rush JENASOL FORMULA "50" 
{a regular $3.00 VALUE). | understand | am not 
joining any plan nor am | obliged in any way 
to take a single additional bottle at any time. 


Name. 


11475 CHANDLER BLVD. 
NO. HOLLYWOOD, CALIF. 
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FULL ACRE RANCHOS 


$7¥@° ‘10% 


DOWN PER MONTH 
uit 
5 ice 


Arizona is one of the fastest growing states in the union. An ideal climate, 
vast natural resources and widespread natural recreational facilities have 
created an unprecedented interest in this opportunity-studded state. 

Every national survey has emphatically concluded that the population 
explosion in the next few years will spell PROSPERITY for our more 
desirable frontiers. ARIZO! heads the list — and those that recognize 
the trend may soon realize fantastic profits on what are NOW relatively 
small investments. 





































WHERE ARE THE LAKE MOHAVE RANCHOS LOCATED? 

Just a short drive from fabulous Las Vegas, Lake Mead and Boulder Dam. Lake Mohave, Ranchos are also 
in close proximity to bustling and rapidly expanding Kingman, Arizona. Lake Mohave is fed by the 
Colorado River which offers the Southwest one of the finest resorts in the nation. it is 68 miles long 
and abounds in trout and bass. Lake Mead, Lake Mohave and Lake Havasu are all párt of the Colorado 
River, and are separated by 3 large dams that supply the power for progress in the southwest 


WHAT ABOUT RECREATIONAL FACILITIES? 

Fish are so abundant that fishing permits are in effect the whole year round.” Lake Mohave 1s perfect 
for boating, swimming and all water sports. Game is everywhere. All owners of Lake Mohave Ranchos 
are entitled to FREE membership in The Lake Mohave Ranch Club which provides you and your family 
full privileges for horseback riding, hiking, rifle range, outdoor barbecues and now completed, a 
spring-fed Swimming Pool 


WHAT ABOUT IMPROVEMENTS? 
Lake Mohave Ranchos are a planned development. Each rancho has been fully engineered and subdivided 
with steel marking stakes and metal identification tabs. ROADS ARE COMPLETE TO EACH RANCHO. 

Here you can join your neighbors already living, working and enjoying their ranchos. Homes are 
now being built, and power lines being extended. Inhabitants of Lake Mohave Ranchos are finding new 
freedom in this beautiful land of sunshine, exciting adventures and a new carefree existence amid the 
majestic splendor of the high desert. 


WHAT ABOUT COST? 
$10 down and $10 per month . . $395.00 full price, is all it costs you to obtain 
full title to a Lake Mohave Rancho. Value of these Ranchos are almost certain to 
skyrocket in the near future, Considering the low cost of Lake Mohave Ranchos 
NOW and its potential in the immediate future no wonder it’s referred to as the 
land of golden opportunity. 


AND REMEMBER EACH LAKE MOHAVE RANCHO OWNER 


is enrimuco 10: FREE MEMBERSHIP 
in the Lake Mohave Ranch Club 


LAKE MOHAVE RANCHOS DEPT. ES-5 
4242 Lankershim Blvd., North Hollywood, Calif. 





Please reserve........... „Ranchos, (fill in number desired) for me; | enclose 
$10.00 for each. Rush contract, brochure and maps showing location of my property. 
My deposit will be returned fo me promptly and without question if | notify you 
within 30 days. 
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Enjoy another classic from the Yootha Archive 
Yootha Discover more amazing collections in our eBay shop 
archive http://stores.ebay.co.uk/Yootha-Archive-of-Vintage-and-Retro 
or at www.yootha.com 


